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Decomposition 
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Skimmer 
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Concave 


Seepage 


Data 

Inner lining 
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Reversible change 
North Pole 
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Tornado 
Typhoon 
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Thunder storm 
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ad mfa Circular motion 

ad AT Deforestation 
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Radiation 
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Trachea 
Spiracles 

White light 

White blood cells 
Activated sludge 





Compression 

Composition 

Contaminant 

Feeding 
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aed Compact 
aed waar Aa 

Compact fluorescent lamp 

AY Porous 

Hei Hay 
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Bar graph 
Sense organ 
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